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INVENTORY SCHEDULE I 
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31 January 1966 


Budgot Bucoa u No. 22-R07S 
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1 

Switch SPOT Alco, MST105D 



N-l 

11 

Ea. 

$1.65 

$18.15 




2 

Spacer, 1/4 x 1", 2324 



N-l 

28 

Ea. 

$ .09 

$ 2.52 




3 

V.O. Meter Alco, P-1000 



N-l 

4 

Ea. 

$6.95 

$27.80 




4 

500-0-500 ALCO Meter, P-1000 



N-l 

6 

Ea. 

$5.65 

$33.90 




5 

Resistors, 560 Ohm, 1/4W., 



N-l 

119 

Ea. 

$ .06 

$ 7.14 











TOTAL 

$89.51 




INVENTORY SCHEDULE CERTIFICATE 


The undersigned, indmdully and as an authorized representative of the contractor, 
certifies he yr«nn'«wl rlii. Inventory page numbers X to 1 

inclusive, dated 31 January 1966 and that in the exercise of his best judg- 

ment and to the best of his knowledge, based upon information believed by him to be 
reliable, said Schedule has been prepared in accordance with applicable instructions; that 
the inventory described therein is allocable to the designated contract and is located at 
the places specified; if the property reported therein is termination inventory, that the 
quantities are not in excess of the reasonable quantitative requirements of the terminated 
portion of the contract; that said Schedule does not include any items reasonably usable, 
without loss to the Contractor, on its other work; that the costs shown on such Schedules 

are in accordance with the Contractor’s books of account; and that the prices shown in 
column g, representing the proceeds of authorized sale of the items covered thereby, are 
fair and reasonable. 

The Contractor agrees to inform the Contracting Officer of any substantial change in 
the status of the inventory shown in this Schedule between the date hereof and the final 
disposition of such inventory. 

Subject to any authorized prior disposition, title to the inventory listed in this Schedule 
is hereby tendered to the Government and is warranted to be free and clear of all liras 
and encumbrances. 
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